SEA SHELL MOTOR HOTEL 

612 West Hopi Drive ... U.S. Hwy. 66 West 
HOLBROOK, ARIZONA 

46 Units, Steam Heat, T.V. & Telephone in all 
rooms ... Air Conditioned .. . Restaurant & Cock¬ 
tail Lounge directly across street. 

TELEPHONE: CODE 602 * 524-6291 
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